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PART III 
Medical Education Department 


ദർഘാസ് പരസ്യം 


[ നമ്പർ 29 / 2019 - 20 ) 
നമ്പർ സി2 - 6236 / 2015/ ഡി . സി . റ്റി . 

2019 ഡിസംബർ 6. 
- തിരുവനന്തപുരം ഡെന്റൽ കോളേജിലെ പാഴ് വസ്തുക്കളും ഉപയോഗശൂന്യമായ സാധനസാമഗ്രികളും നീക്കം ചെയ്യുന്നത് 
സംബന്ധിച്ച് നിശ്ചിത ഫോറത്തിൽ മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനു മുകളിൽ 
ദർഘാസ് നമ്പർ എഴുതേണ്ടതും പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ഡെന്റൽ കോളേജ്, തിരുവനന്തപുരം- 695 011, കേരളം എന്ന 
വിലാസത്തിൽ അയച്ചിരിക്കേണ്ടതുമാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതിയിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള 
ദർഘാസ് സമർപ്പിച്ചവരുടെയോ അവർ ചുമതലപ്പെടുത്തിയിട്ടുള്ള ഏജന്റുമാരുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. വൈകി 
കിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. സാധനസാമഗ്രികളുടെ പട്ടിക അനുബന്ധമായി ചേർക്കുന്നു . - 
-- ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ ര്യ മു ള്ള വർ ഡെന്റൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കു ന്ന പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്ന താ ണ് . ദർഘാസ് 
ഫോറ ങ്ങ ൾ കൈമാറ്റം ചെയ്യാൻ പാടുള്ളത ല്ല . ചെക്കു കൾ, പോസ്റ്റേജ് സ്റ്റാമ്പ്, ഡിമാന്റ് ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി. പി . പി . ആയി അയയ്ക്കുന്നതല്ല . മണിയോർഡർ വഴി 
26 - 12 -2019 -ാം തീയതിക്കു മുമ്പ് ഈ ആഫീസിൽ ലഭിക്കത്തക്ക വിധം ആവശ്യപ്പെടുന്നവർ അപേക്ഷിച്ചിരിക്കണം. 

അടങ്കൽ തുക ? 1,52,455. 
നിരതദ്രവ്യം - 1 %. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 
ഒറിജിനൽ ? 600 + 12 % ജി. എസ് . റ്റി . ( +1 % KFC) 
ഡ്യൂപ്ലിക്കേറ്റ് ? 300 +12 % ജി. എസ്. റ്റി . ( + 1 % KFC ) 
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BÖRIINÙ GR1900 18969 /5m BUMIM M002020 MOⓇN030 - 12 -2019, 3 am . 
BÔMELIMỞ GD500 millonm BUMIM ml001020 NOON031- 12 -2019, 12 am . 
BÖrein Mohm ml00100 NOON031- 12 -2019, 3 om . 
ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട കാലം --മൂന്ന് മാസം. 

കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി സമയത്ത് ഈ ഓഫീസിൽ നിന്നും നേരിട്ട് ലഭിക്കുന്നതാണ്. ടെണ്ടർ നടപടികൾ 
മുന്നറിയിപ്പില്ലാതെ നീട്ടിവയ്ക്കുന്നതിനോ നിർത്തിവയ്ക്കുന്നതിനോ റദു ചെയ്യുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


TENDER SCHEDULE FOR SALES OF SCRAP 


1. 


3. 
4. 
5. 


6 . 


ľ 


8 . 
9 . 


10 . 


11. 


Invites the tender from the interested person /Party / Agency for tendering in single bid system in one lot on 
unserviceable/obsolete/broken /scrape items, “ As is where is Basis” . 
The rates should be inclusive of GST (if applicable ) and removal should be at the cost of the successful 
tenderer concerned within 30 days. If it is not removed with in the stipulated time, demurrage will be charged . 
Tender forms are neither transferable nor refundable under any circumstances. 
The tenderer who wishes to inspect the items can visit office on working hours. 
The Bidder shall be given full assistance and information as may be required /available in connection with the 
Bid by the Authority as per schedule . 
Tenders are to be sent with details neatly typed. Manuscripts should be avoided as far as possible . 
Tenders should be accompanied with a formal agreement executed in 200 Kerala non - judicial- Stamp Paper 
together with required sum of Earnest Money Deposits ( format is available in the tender form ). 
Tenders unsealed , unsigned or submitted without superscription as specified are liable to be rejected . 
Earnest Money Deposits (One Percentage ) of the total price quoted for, can be remitted by way of crossed 
Demand Drafts drawn in favour of the Principal, Govt. Dental College, Thiruvananthapuram . The validity of 
the EMD shall be remained for 90 days or till the completion of the procedures . EMD of unsuccessful bidder 
shall be refunded after finalization of the procedures . No interest is payable on EMD . 
Firms will be exempted from furnishing Earnest Money Deposit if they had produced the duly attested copies 
of relevant certificate issued by competent authority along with their tenders . 
Tenders submitted with insufficient Earnest Money Deposit will not be entertained . 
The rate quoted will be higher than the Reserve Price /Upset Value fixed by this office . 
Belated tenders will not be considered under any circumstance. 
Tender will be opened in the presence of such of the tenderers or his authorized representatives who may 
present at that time. Representatives should have valid authorization letter. 
Tenders should bear the signature and full postal address and PIN of the tenderers with contact number 
wherever necessary . 
Upon evaluation and scrutiny of offers in all aspects, fulfillment of all documents , the Bid Acceptance Letter 
will be issued to the Best and Highest quoted H - 1 responsive Bid . 
Amount quoted should be in Indian Rupees. 
Successful Tenderer should remit 50 % of the tendered value as advance by means of demand Draft drawn in 
favour of Principal, Govt. Dental College, Thiruvananthapuram or cash at this office . 
Any tax leviable shall be paid by the successful bidder. 
The Principal, Govt . Dental College, Thiruvananthapuram reserves the right to reject all or any Bid without 
assigning any reason thereof. 
Negotiation will be made only with the firm offering highest price whose specification / terms confirms to the 
requirements in the tender notification , 
Successful tenderer shall execute agreement and deposit sufficient SD (in the form of Demand Draft/ Cash ) 
which will be refunded after completion of all procedures excluding demurrage if any chargeable . 


13. 
14 . 


15 . 


17 . 


18 . 


19. 
20. 


21. 


22. 
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23. 
24 . 
25. 


All expense such as transportation , loading and unloading shall be borne by the tender. 
Segregation and retaining of items will not be permitted . 
The hospital authority will not be liable for providing container/carriage . 
Proper permission will be taken from the competent authority of the Dental College, Thiruvananthapuram and 
a gate pass will be issued at the time of lifting of the items/material from the premises. The contractor shall 
be fully responsible for transporting/disposing of the items/materials as per the rules. In case of non - lifting of 
scraps in scheduled time, penalty will be imposed @ 1,000 per day . 
Contractor shall not be allowed to carry out whole or part of the lifting through subcontract (s), which may 
lead to forfeiture of the EMD . 
More details can be had from this office on working hours. 


27. 


28 . 


ANNEXURE - I 


Department 


Number of 
Quantity 


Description of articles 


No. 


(2 ) 


(4 ) 


1.Major Equipments ( 181 Items) 
Cons 

Air Compressor 
Pedo 

Air Compressor 
Perio 

Air Compressor 
Ortho 

Air Compressor 
Prostho 

Air Compressor 
Prostho 

Acrylizer 
Prostho 

Angulator 
Prostho 

Anvil 
Prostho 

Articulator Plain - 15 Gysi- 20 , 3 point- 25 
Prostho 

Articulator-Dentatus 
Prostho 

Articulator - Hanau 
Cons 

Amalgamator 
Pedo 

Amalgamator 
Ortho 

Autoclave 
Cons 

Autoclave 
OMFS 

Autoclave - Front loading 
OMFS 

Autoclave - Top loading 
OMFS 

Autoclave - Top loading 
OMFS 

Autoclave - Front loading 


OMR 


Pedo 
Perio 
Cons 
Perio 
Ortho 
Prostho 
Cons 


Autoclave 
Autoclave 
Autoclave 
Hot Oven Sterilizer 
Wapoclave 
Sterilizer 
Sterilizer 
Sterilizer 
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Prostho 
Cons 
Pedo 
OMR 
OMR 
Perio 
Perio 
Cons 
Ortho 
Prostho 
Prostho 


Autoclave 
Apex Locator 
Apex Locator 
Airotor hand piece contra angle 
Airotor hand piece- Straight 
Air motor 
Contra angle hand piece 
Micromotor with hand piece 
Micromotor 
Micromotor with hand piece 
Micromotor without Handpiece 
Micromotor Hand piece 
Straight hand piece 
Air Rotor Control Box with tubing for 
handpiece and 3way Syringe 
Aquaguard water Purifier 
Air rotor control box 
Cartridge 
Cartridge for air rotor hand piece 
Phantom Head Laboratory Unit 

20 Cons 


Prostho 


Perio 
Prostho 


Cons 
Cons 
Prostho 


Cons 


46 


Phantom Head 


Cons 
Ortho 
Perio 
Perio 
Perio 
OMR 
Perio 
Perio 
OMR 
OMR 
OMR 
Prostho 
Cons 
Ortho 


Teeth set 
Quartz light 
Micromotor 
Micromotor straight handpiece 
Micromotor contra angle handpiece 
Air rotor control unit 
Air rotor super torque handpiece 
Three way Syringe 
Air Compressor 
Glass Bead Steriliser 
Glass bead sterilizer 
Glass bead sterilizer 
Sterilizer 
Sterilization heating coil 
BP apparatus 
BP Apparatus 
BP handle 
Cassette D -ray 8 " x10 " 
Cassette D -ray 6 " x12 " 
Dental Chair 
Dental chair without compressor 
Dental Chair 
Dental chair 
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- 


- 


6 


OMFS 
OMFS 
Pedo 
Perio 
Perio 
Perio 


B 


w& 


OMFS 
Cons 
OMR 
Pedo 
Prostho 
Cons 
Perio 


Perio 
Perio 
Perio 
Pedo 
Perio 
Ortho 
Perio 


5a---w-AA--w-Na-AN-vosdoNenerowo–Awa 


Dental chair 
Operator chair 
Dental Chairs with operating stools 
Dental chair 
Hydraulic operating stool 
Portable dental chair/ 

portable dental unit 
Wheel chair 
Operator stool 
Surgical stool or dental stool 
Suction Apparatus 
Suction apparatus 
Suction unit 
Suction apparatus without chair 

Suction apparatus with bottle 
Dental engine (micromotor) 
Implant micromotor 
Dental implant 
Piezo Scaler 
Air scaler 
Ultrasonic scaler 
Ultra sonic scaler - Bob cat (48 ) 
Piezo 
Bobcat tips 
Light Cure Unit 
Light Cure Unit 
Light Cure Unit 
Light Cure Unit 
Light curing unit 
Hot Air Steriliser 
Sterilizer 
Hot air oven 
Hot Air Oven 
Sterilizer 
Hot air oven 
Ultrasonic Cleaning Bath 
Ultrasonic cleaning bath 
Steriliser including autoclave type 


Cons 
Perio 
Prostho 
Pedo 
Ortho 
Pedo 
Oral Path 
Ortho 
Prostho 
OMR 
OMR 
Prostho 
Ortho 
Pedo 
Cons 
Oral Path 
Perio 
OMFS 


OMR 


Needle cutter 
Needle destroyer 
Needle burner 
Needle burner 
Needle burner 
Needle holder 
Needle holder 


Prostho 


OMR 


Perio 
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Pedo 
Cons 
Pedo 
Perio 
OMR 
Perio 


107 


108 


109 
110 


Pedo 
Perio 
Prostho 
Pedo 
Prostho 
Prostho 
Ortho 
Ortho 


Prostho 
Ortho 
Prostho 


Prostho 
Prostho 
Prostho 
Prostho 


Needle burner 
Pulp tester 
Pulp tester 
Pulp tester 
Pulp tester 
Iontophoretic with pulptester Iontophoretic 

Unit 
Pulse Oximeter 
Laser 
Dental operating light 
Boyles Apparatus 
Centrifugal Casting Machine 
Plaster dispenser 
Plaster dispenser 
Vacuum plaster mixing unit 
Vacuum plaster mixing unit 
Alginate mixer electrical 
Preheating furnace 
Drying 
Furnace 
Hydraulic Press 
Physio Dispenser 
Dental High Speed Industrial Lathe Dust 
Absorbing type 
Dental Lathe 
Chuck -Lathe 
Lathe electric 
Lathe /Dental 
Model Trimmer 
Model duplicating apparatus 
Model Trimmer 
Model Trimmer 
Spot Welder 
Spot Welder 
Dentrix tension gauge 
Thermostatic water bath 
pH meter 
Comb binding machine 
Two bead desicator 
Fridge 
Refrigerator 
Refrigerator 
Refrigerator 
Video Cassette Recorder 


126 


127 


Pedo 
Ortho 
Ortho 
Prostho 
Pedo 
Ortho 


128 


Ortho 


Prostho 


Pedo 
Ortho 
Ortho 
Ortho 
Ortho 
Ortho 
Ortho 
OMFS 


Perio 


Ortho 


Pedo 


144 
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145 


OMR 
CD 


VCR 
TV 


OMR 


Color TV with remote control 
TV 


Perio 
Pedo 
Oral Path 


Ortho 


OMR 


OMR 


Perio 
Pedo 
CD 
CD 
Ortho 


BPL colour TV 
Television 
Cephalometric software 
Camera photographic penlax model K 1000 
Camera Digital Kodak 
Camera 
Camera 
Voltage Stabilizer(Servo ) 
Voltage Stabilizer 
Stabilizer Voltage 
Stabilizer 
Stabilizer 
Voltage Stabilizer 
Microphone 
Phone 


OMR 


Pedo 
Perio 
Perio 
OMR 


OHP 


Ortho 


OMR 
Pedo 


OMR 


Prostho 
Perio 


OMR 


OMR 
Oral Patho 
OMFS 
D 


OHP Keltron 
OH Projector 
Over Head Projector 
Slide projector 
Slide projector 
Interchangeable display board 
Dressing drum 
Developing tank 
Common balance 
Gas cylinder with flow meter 
Gas stove 
Aquaguard water Purifier 
CC TV AUDIO 
System 1/2 " CCD Colour Camera with manual 

zoom lens Pedestrial Stand for camera 14 " 
colour monitor - 1 20 " Colour Monitor Student 

unit , Teacher unit Control Unit With Power 
Supply Tie Clip Mic , Coaxial and power cable 

50meter 
Microscopes 
Reduction gear handpiece (anthogyr) 
Intra oral X - ray Machines 


Prostho 


178 


179 


Oral Patho 
Pedo 
OMR 


180 
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B 


(3 ) 


(4 ) 


- 


OMR 

Intra oral X - ray Machine with RVG 
2 .Minor Equipments ( 186 Items) 


Prostho 
Prostho 
Prostho 
Prostho 


Cons 


-XNN-a8BwBowwaanīĒnu 


Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Cons 


OMR 


Perio 
Perio 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Prostho 
Perio 


Borax slab 
Blow torch 
Bucket plastic 
Bunsen burner 
Bunsen burner 
Cable Arm 
Calling Bell 
Casting Ring 
Compensating curve guide 
Crown outfit 
Crown scissors/ straight 
Scissors 
Scissors 
Scissor for Suture removal Stainless steel 
Scissor straight Stainless steel 
Crucible Former 
Plastic Carbauy 
Diamond Disc Point 
Enamelled Tray 
File Tray 
Metal File 
Duplicating Flask 
Dental Flask 
Flask 
Flask Press 
Foot bellows 
Foot Pedal Lathe 
Calculator 
Chart Frame 
Gas Stove 
Gas stove with burner 
Indane Gas Regulator 
Glass Slab 
Glass slab 
Impression Tray 
Impression tray 
Impression Tray 
Kidney tray 
Kidney tray 
Kidney Tray 


6&7voo-u8--w- 


Prostho 
Prostho 


Cons 


ns 


Cons 
Perio 


5o 


Prostho 
Perio 
OMR 


Prostho 
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Cons 


Prostho 
Prostho 
Prostho 


Kidney Tray SS 
Kettle Aluminium 
Lock 


Metal Model 


Prostho 


Metal Ladle 


Prostho 


Mouth Mirror Top 


Prostho 


Mouth Mirror Handle 


Prostho 


Perio 


Mouth Mirror With Handle 
Mouth Mirror Mouth mirror Head 
Mouth Mirror and handle 


OMR 


OMR 
Cons 
Cons 


Mouth Mirror head 
Mouth Mirror with handle 


Prostho 


Mouth Mirror top 
Mortar Pestle 
Occlusal Plane Indicator 
Phantom Head 


Prostho 


Prostho 


Prostho 


Porcelain Jar 


Prostho 
Prostho 


Prostho 


Porcelain Tile 
Plaster Sifter 
Plastic Spatula 
Post Extraction Outfit 
Plaster spatula 
Plaster Knife 


Prostho 


Perio 


Prostho 


Prostho 


Plaster spatula 


Prostho 


Phantom Jaw 


Prostho 


OMR 


Paper Weight 
Punch (SS ) 
Rubber bowl 
Plaster bowl rubber 


Prostho 


Perio 


Prostho 


Prostho 


Prostho 
Prostho 
Prostho 


Rubber Stamp 
Soldering Block 
Solbrig Casting Press 
Scalpel 
Soap Dish 
SS Vessel 
SS Vessel 
Stainless tray 
Stainless steel Instrument tray with Lid 


Prostho 


Ortho 


Cons 
Prostho 
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Prostho 
Perio 


Stainless steel Instrument tray without lid 
27 Tray with lid 
20 Tumbler 


Perio 


Prostho 


SS Tumbler/Glass 


Perio 


Prostho 


Perio 


Prostho 


Tray Medium 
Stainless Steel Vessel and Top 
Sterlization tray with lid 
Surveyor 
Towel Clip 
Tripod Stand 
Tweezer 


Prostho 


Prostho 
Prostho 


Cons 


Tweezer 


Perio 


Tweezer 


OMR 


Tweezer 


Prostho 


Prostho 


Prostho 
Prostho 


Vulcanite Scrapper 
Vernier Callipers 
Waste Receiver 
Waste Receiver 
OHP Stand 


Ortho 


Prostho 


Cons 


Wax Carver 
Wax Knife 
Wax Knife 


Prostho 


Perio 


Prostho 


Gingivectomy knief 
Wax Spatula 
Wire Gauze 
Wrist Slip Joint 


Prostho 


Prostho 


Prostho 
Prostho 


Wooden Divider 
Acrylic Model 


Prostho 


Vibrator 


Prostho 
Prostho 


Vaccum Cleaner 
Rubber Dam Kit 


Prostho 


Heater and Cord 


110 
111 


Prostho 


Prostho 


Cons 


Crown Remover 
Cement Spatula 
Cement Spatula cons 
Cement Spatula 
Wax Trimmer/Hot Plate 


114 


Perio 


115 


Prostho 


116 


Prostho 


Cord Packer 


422 


24th Dec . 2019 ] 


MEDICAL EDUCATION DEPARTMENT 


(1) 


(3) 


117 


Prostho 


118 


Perio 


Surgical Scissors 
Sharpening stone perio 
Cotton holder 
Cotton holder 


119 


Cons 


120 


Perio 


Cons 
Perio 


Cheek Retractor 
Cheek Retractor 


123 


124 


Cons 
Cons 
Cons 


Amalgam carrier 
Amalgam carver 
Amalgam condenser 
Dental Probe 


125 


126 


Cons 


127 


Perio 


128 


OMR 


129 


Prostho 


Straight probe 
Probe 
T Burnisher 
Amalgam burnisher 
Curette Small 


130 


Cons 


131 


Cons 


132 


Cons 


133 


OMR 


134 


Prostho 


135 


Perio 


Cheatle forceps 
Cheatle forceps 
Cheatle Forceps 
Cheatle forceps 
Dappen Dish 
Dappen Dish /Glass 
Dappen Dish 
Enamel Hatchet 


136 


Cons 


137 


Prostho 


138 


Perio 


139 


Cons 


140 


Cons 


Tofflemire retainer 


141 


Cons 


142 


Cons 


Matrix retainer - No. 8 
Matrix retainer- No . 1 
Towel clip 


143 


Cons 


144 


Cons 


145 


Perio 


Base former for model 
Base former 
Spoon excavator 


146 


Cons 


147 


Perio 


148 


Cons 


149 


Cons 


150 


Perio 


Spoon excavator 
Plastic filling instrument 
Spirit lamp cons 
Spirit lamp 
Dressing Drum (11x9 " -2 12x10 " -2) 
Dressing Drum 
Dressing Drum 


Prostho 


Cons 


153 


Cons 
OMR 


154 


Dressing Drum 
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[PART III 


(3) 


Perio 


Cons 


OMR 


OMR 
OMR 
OMR 


OMR 


OMR 


Dressing Drum 
Padlock 
Developing tank 
Enamel basin 
Film hanger 10 ” x12” 
Film hanger 6 ” x12 ” 
File tray metal plastic 
IOPA clips (SS clips) 
X ray viewer 
X ray viewer 
Allis forceps 
Artery forceps 
Artery forceps 
B . P. handle 
Universal curettes 


Prostho 


OMR 


OMR 


OMR 


Perio 


Perio 


Perio 


OMR 


Curette 


Perio 


Perio 


Perio 
Perio 
Perio 
Perio 


Perio 


Perio 


Explorer 
Tissue forceps 
Extraction forceps 
Periosteal elevator 
Airotor bur 
Pencil glass marking 
Priodontal instrument set 
Stethoscope 
Bone ronger 
Bone curettes 
Gracey curette 
Sub gingival scaling set 
Supragingival scaler 
Paper punch 
Paper cutter 
Bulb for OHP 


Perio 


Perio 


Perio 
Perio 


Perio 


Prostho 


Prostho 


Perio 


3. Furniture ( 30 Items) 


OMFS 
OMFS 
OMR 
OMR 
OMR 


Steel almirah (Small) 
Steel almirah (Medium ) 
Steel filing cabinet 
Steel cabinet (Almirah ) 

Steel shelf rack 
Steel Multilocker 


Prostho 
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(3) 


(4 ) 


Prostho 
CD 
Prostho 
Prostho 
OMR 
Prostho 
Prostho 
OMR 
Prostho 
OMFS 
CD 
OMR 
OMR 
Prostho 
Prostho 
Prostho 
Prostho 
OMR 
Prostho 
OMR 
Prostho 
OMR 
Perio 
Ortho 


Steel Rack (small table top ) 
Metal Rack 
Wood Almirah 
Steel office table with Sun mica top 
Wooden table with drawers 
Wood class room table 
Four seater chair 
Chair steel folding 
Steel folding Chair 
Wheel chair 
Polypropylene chair 
Chair wooden 
Chair wooden with rexin cushion 
Wood Jefferson Chair 
Revolving Stool (computer) 
Wood and Metal Stool 
Wood Stool Round (nonadjustable ) 
Half door 
Trolley 
Surgical Trolle 
Wood Tray 
Round slide tray 
Basin (S . S .) 
S . S . Basin 


4 . Computer Items ( 15 ITEMS) 

Computer with accessories Monitor (Samtrom ) 

CD writer Printer (Epson ) UPS 
OMR 

Computer with Monitor and C D writer, 

Printer, UPS , mouse CPU 
OMR 

CPU along with computer, Key board 


Prostho 


Ortho 
Pedo 
Perio 


CD 
OMR 
Oral Patho 
Pedo 
Perio 
CD 


Computer with All Accessories Indicom 
Personal Computer, Windows XP Home, 
Monitor Samsung , CD Writer, 
Printer Epson UPS 1 KVA 
Computer 
Computer with Accessories 
Computer ( intraoral camera ) with colour 
printer, hardware and soft ware 
Printer 
Printer 
Computer Printer 
Inkjet Printer 
Printer 
UPS 
UPS 
UPS 


OMR 
Oral Patho 
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